Technical Review Checklist 
Massachusetts State Police Crime Laboratory 
Boston, MA. 


Lab #: 


Analyst: 


ID: 


Reviewer/Date: 


Items Reviewed 

Check if Applicable 

Comments 




1. Drug Receipt 






2. Control Card 






3. Drag Analysis Form 



Do the notes contain a complete and detailed description of the 
evidence? 



Color Test Performed & Accepted 



Microcrystalline Test Performed 



Verily Sampling Technique 



Verify Math Calculations 



Net Weight Documented 



Macroscopic Test Performed 



Microscopic Test Performed 



Pharmaceutical/Literature Search 






4. Analytical Data 



GC Standard/Sample R.T. Match 



Appropriate GC/MS Standards, Blanks and Samples 



GC/MS R.T. and Spectral Match to Standard 



Other Analytical Data 















5. Certificate of Analysis 




&[FILE] 


Corbett email PRR 014215 




